Approved For Release 2001/07/27 : CIA-RDP81B00879R001 000030006-6 

. i-. i 

GXC-0Q23 
Ocgay of 

19 August i960 

WSXMtSMXM FC8 : Hecord 

SUBJECT : OXCART Support in Vew&asmnt Project* Division 
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